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INDICATE TOPS TO BE AT 650 u HOWEVER ON THE 0 1/ 12,00 Z DATA A STATION 
IN VICINITY OF THIS POINT REPORTED A TEMP STRUCTURE WHICH WOULD 
SUPPORT TOPS TO 700, SOME SUPPORT IS PROVIDED BY 

WHICH GAVE TOPS TO 670 a 
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TAKING BOTH THESE INTO 
CONSIDERATION IT WOULD SEEM LIKELY THAT TOPS OVER THE SOUTH AREA WERE 
TO VICINITY 670» 

END OF MESSAGE 
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